Work Order ID 96745 


Februwy-OJ-J 
3 8:30:34 
AM 
*qR74!1* 
Page I 


Item 10: 
03265-1 


Revision ID: 


Item Name: 
Rib 


Start 
Date: 
2/01/13 


Required 
Date: 2/15/13 


Reference: 


Start 
Qty: 
10.00 


Req'd Qty: 
10.00 
*1 ()* 
*1 ()* 


Accept 
*NQ00040100* 


Cust Item 10: 


Customer: 


Setup 
Start *N S 1* 


Stop 
*NS?* 


Run 
Start 
*NR1 * 
Date: 
Stop 
*NR?* 
Date: 


------ 
---------_._.- 
- 
- 
------ 
Tool 10 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 
-----_. 
-_ .._-~~--- 


Set Upl 
Run Hours 


SPC (YIN): 


Date: 1--3~2~ \ Tooling: 


Date: 


Operation 
Description 


Revision 
Nbr 


Process 
Plan: 


QC: 


Approvals: 


Sequence 
101 
Work Center 
ID 


Draw Nbr 


03265 
E 


100 
0.00 
*1 ()()* 


Large Fab 


Large Fab 


Large Fab 


Memo 


1- cut 03265-1 
rib as per dwg 
2- remove identification 
markings 
3- deburr 


0.00 


110 
*11 ()* 
QC 


Quality Control 


QC5- Inspect part completeness 
to step on W/O 


Memo 


0.00 


0.00 


Identify as per dwg & Stock 
Location:~ 
00 5.00 
120 
*1 ?()* 
Packaging 


Packaging 
Memo 
0.00 


Work Order ID 96745 


FebruClly-01-13 
8:30:34 AM 
*QR74!1* 
Page 2 


Item 10: 
03265-1 


Revision 
ID: 


Item Name: 
Rib 


Start 
Date: 
2/01/13 


Required 
Date: 2/15/13 


Reference: 


Start Qty: 
10.00 


Req'd Qty: 
10.00 
*10* 
*10* 


Accept 
*Nq()()()4() 1()()* 


Cust Item 10: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*NS?* 


Process 
Plan: 


0.00 


Set Upl 
Run Hours 


0.00 


Insp. 
Stamp 


*NR1* 
*NR?* 


Reject 
Number 


Stop 


Start 


Reject 
Qty 


Run 
Date: 


Date: 


-------- 
----_._~- 
-- 
--- 
----- 
Tool 10 
Tool # 
Plan 
Accept 
Code 
Qty 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Memo 


--- 
--~---~- 
Operation 
Description 


QC21- Final Inspection 
- Work Order Release 


QC: 


*1~n* 
QC 


Approvals: 


--- 
- -- --- 
- 
Sequence 
IDI 
Work Center 
ID 


130 


Quality Control 


.•. 


Work Order 
10: 
96745 


Parent 
Item Name: 
Rib 


Pieklist 
Print 


FehruClly-0/-/3 
8:30:38 
AM 


Parent 
Item: 
D3265-1 
*QR74~* 
*n1?R~-1 * 
Start 
Date: 
2/01/13 


Start Qty: 
10.00 


Pane 
I/ 
\ 


Required 
Date: 2/15/13 


Required 
Qty: 
10.00 


Comments: 
IPP REV:A 
12.07.26 
AS PER DWG REV.D 
DD 
VERF:EC 


*I\A1n4T~n 7~n\f\1 nR~* 
304 SQ Tube .75x.75x.065W 


2.299.153 
4.729 
** 


Status 
Date 
Issued 
Qty 
Issued 
Total 
Qty 


49.77895 /? 
,((-:2('/3 
-d .f 


Qty per Kit 
Qtyon 
Hand 


f 


Unit of 
Measure 


100 


Route 
Seq 10 
Last 
Location 
Bin 
Primary 
Item 
Location 


No 


Replacement 
Mfgl 
Item ID 
Purch 


Purchased 
M304TSO.750W.065 


Component 
Item 101 
Item Name 


MAT017 


122468 


124069 


WA006 


12205] 


~ 
7636 


Loe Qtv 


1448.153597 


448153597 


1000 


851 


41 


769 


41 


Loe Code 


... 


OTY 
PART NUMBER 
DESCRIPTION 
.041 


X 
03265-041 
BASKET 
BASE ASSY 


2 
02232-3 
HINGE PLATE 
2563 


1 
02235.1 
RIB 
REF 


0 
2 
02581 
MOUNTING 
BRACKET 
f\r 
Ne 


03265-1 
RIB 


03265-043 
RIB ASSY 


2 
03265-5 
RIB 


4 
03442-5 
SHIM 


2 
03825.041 
RIB ASSY 
25.50 


2 
03826-041 
RIB/GUSSET 
ASSY 
1 
03832.11 
MESH (BASE, SM) 
27.25 
2 
03833-1 
MESH, BASE END FACE 


TYP 


C 


03265-043 


03265.5 
2 Pl 


03825-041 
2 PL 


02581 
2 Pl 
DETAIL 0 c•., 
(BOTH ENDS) 
SCALE lOX 


D 


c 


A 


B 
MB 
12.07.26 


MB 
12.05.1' 


NS 
06.08.1' 


PH 
05.06,08 


CP 
04,02.02. 


BY 
DATE 
DESCRIPTION 
DART AEROSPACE 
LTD 
HAWKESBURY, ONTARIO, CANADA 


DRAWING NO, 
REV. 
E 


D3265 
SHEET 1 OF 3 


TITLE 
SCALE 
BASKET BASE ASSEMBLY (350) 
NTS 


COPYRlGHTC 
Z004 BY DART 
AEROSPACE 
lTD 
-l::T~~k..~~~~~~~~T:~~~~=~ 
VIlUTT5I'P~_~I(lNFRQt,'OAJIr~ItCnPO(;EllO. 


OS 


CORRECTED 53.25 DIM SHIFTEDAT LAST REV 
ZNC3-3. 


REVISED PARTS LIST: OTY(2) 03826-041 REPLACE 
OrY(4) 02325 & OrY(2) 02235-1; OIY(l) 
03265-0'3 
REPLACES OTY{I) 03265.1; OTY(') 03442.5 WAS 
OIY(2); REMOVE 03265-3 ADD 03265-7; 03825-041 
WAS 03265-3; CREATED D3265-C43;ADDED 03832.11 
AND 03833-1. REASON: PAR10-50. 


DRAWING UPDATED TO CURRENTSTANDAROS.SHT 
4 ADDED. RIB MATERIALWAS 0.050THICK. SHT 2 
ZONE 05 25.63 DIMENSIONWAS 27.63. 


INCORPORATED A1. ADD SHIM UNDERHINGES. 
ADD HOLES FOR SPLITLID BASKETS. 
NEW ISSUE 


E 


2---' 


o 


C 


B 


A 


REV. 


DESIGN 


DRAWN 


CHECKED 


MFG.APPR. 


APPROVED 


DE APPR. 


3 


03265-5 
2 Pl, 
REF 


.. 4.. 


02235-1 


DETAIL 0 
Cl-1 


5 


03265-041 BASKET BASE ASSEMBLY 


28.00----- 


56.75.0.13 
LBB2.2 


03832-11 [[J 
2Pl 


__ .tl 


I: 


r7 
A 


LAB5-2 


03826-041 
2 PL 


03833-1 
REF 


8 


B 


NOTES: 
1) MATERIAL: 
N/A 


A 
2) FINISH: POWDER COAT ASSEMBLY 
GLOSS WHITE (4.3.5.2) PER DART OSI 005 4.3 
3) TOLERANCES: 
PER DART OSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
NIA 
8) WELD PER DART OSI 004 


_ 
•.. 
92:~~~~IOE.:URFACE 
O':.~!,SKET 
WITH D3832-11.c!i\C_K WEL~~CH 
END O~ STRAND TCl.fRA~I::_. 


V. 'Ui\jTk,); 
I.Lf) COpy 


, 
':. 
,-J TO,\'.n:Nt;~.iE;a 


\!'T~IUt'I' \< IrrCE 


, UK K UIH )riR 
M L:) 
q& 1: <.(} /3.- 02, ~ 
J 


o 


11.00 
REF 


4 


D 


C 


02232-3 
HINGE PLATE 


03833'1 


D2581 
REF 


C 


B 
SECTION A.A 
B&-1 


2 PL 
(BOTH 
END RIBS) 


SECTION B-B B&-' 
2 PL 
(BOTH 
CENTER 
RIBS) 


B 


A 


NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
NIA 
3) TOLERANCES: 
PER DART QSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS OTHERWISE 
NOTEO 
5) BREAK SHARP 
EDGES: N/A 
6) IDENTIFICATION: 
N/A 
7) WEIGHT; 
N/A 
8) WELD PER DART QSI 004 


9) TRIM EXPANDE.:'_METAl. 
LOCALLY AS REQUIRED, 
TYP BOTH ~':'~_ 


8 
6 
5 
4 


DESIGN 


DRAWN 


CHECKED 


MFG. 
APPR. 


APPROVED 


DE APPR. 


S 
DART AEROSPACE 
LTD 
HAWKESBURY, ONTARIO, CANADA 


DRAWINGNO. 
REV. E 


03265 
SHEET 2 OF 3 


TITLE 
SCALE 


BASKET 
BASE 
ASSEMBLY 
(350) 
NTS 


2 


A 


OTY 
-043 


X 


PART NUMBER 


03265-043 


DESCRIPTION 


RIB ASSY 


4 


o 


03265-7 


03759-1 


RIB 


BUSHING 


I" 
5675 
'1/\50 
~ 
~ 
jt 
-7 
2 PI 


o 


c 


'" 
56.75 
"j 
~~~~":?;i:~n=~~-i[_7 


~ 
~ 
~03759-1 
3~ 
3R 
~ 
03265-043 
RIB ASSY 
03265-7 


03265.1 RIB CD 


56.75 
l/\~o 


53.25 


C 


2PL 
\ 


03265-7 RIB CD 


--_. 
__ ._- ...._--- 
,- 


8 
O'065!fj 


REF 
O 
0.75 
REF 


0.75 
REF 


I 
27.25 
I 


[---------------~-------~-------J 


D3265-5 RIB 
CD 


B 


A 
DART AEROSPACE 
LTO 
HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. 
REV. E 


03265 
SHEET 3 OF 3 


TITLE 
SCALE 


BASKET 
BASE 
ASSEMBLY 
(350) 
NTS 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


'4 
5 


TYPSECTION 


.8 


~ 
1) MATERIAL: AISI 304/316 SEAMLESS STAINLESS STEEL SQUARE TUBING 
PER ASTM A554/A269 MILL FINISH.0.75 X 0.75 X 0.065 WALL 
REF. DART SPEC M304TSO.750W.065 
2) FINISH; NONE 
3) TOLERANCES; PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS; INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES; 0.005 TO 0.010 MAX 
6) IDENTIFICATION; NfA 
7) WEIGHT; NfA 
8) WEL~ING: PER DART '::.~I004 
._ 


A 


